Sanitized Copy Approved for Release 201 1/06/10 : 
CIA-RDP81 -00280R001 3001 1 0039-5 


◄ 








o' 


50X1-HUM 



Sanitized Copy Approved for Release 201 1/06/10 : 
CIA-RDP81 -00280R001 3001 1 0039-5 



CENTRAL INTELLIGENCE AGENCY 


This material contains information affecting the National Defense of the United States within the meaning of the Espionage Law3, Title 
18. U.8.C. Secs. 793 and 794. the transmission or revelation of which in any manner to an unauthorized person Is prohibited by lav:. 




50X1-HUM 

COUNTRY East Germany REPOR' 



SUBJECT 


Fulfillment of the Production Flans 
for 1955 and the First Quarter of 1956 
at the VEB Transforrnatorenwerk "Karl 
Liebknecht" , Berlin-Oberschoeneweide 


DATE D1STR. 23 October 1956 

NO. PAGES 1 

REQUIREMENT 

NO. RD 


DATE OF 
INFO. 


REFERENCES 

50X1-HUM 

PLACE & 
DATE ACQ. 





SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 


50X1-HUM 


1 # The 1955 production plan for VEB Transformat or en-Wer c (transformer plant) 

^, Karl-L^ebknecht ,, in Berlin-Oberschoeneweide was fulfilled 108 percent. This 
high state of fulfilment was reached by adding all unfinished products, of 
which various parts were not completed and delivered until March or April 1956. 
These produebs will again ba enumerated in the report on the 1956 plan ful- 
filment. 

2. The 1956 production plan will be higher by 2k percent than the 1955 production 
plan. The "956 plan was not drawn up on the basis of the original 1955 plan, 
in whicl: a - urnover of 50 million DME was stipulated : but based upon the revised 
1955 plan containing a turnover of 40 million DME. The production plan for the 
first quarf^r of 1956 was fulfilled 82 percent at VEB Transf ormatoren-Werk. 
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